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SUBJECT: CCTV SYSTEMS FOR ANKARA AND ISTANBUL 

REF: RTC BEIRUT CCTV SURVEY, AMEMBASSY ANKARA, DATED 
FEBRUARY 25, 1974 

1. POST HAS BEEN ADVISED THAT THE THREE CCTV SYSTEMS OUTLINED 

IN ABOVE REFERENCE FOR AMEMBASSY ANKARA AND TWO CCTV SYSTEMS 
RECOMMENDED FOR AMCONSUL ISTANBUL HAVE NOT BEEN MADE AVAILABLE 
TO SUPPORTING RTC/TSO ELEMENTS. 

2. IN LIGHT OF RECENT POLITICAL TENSION, INCREASE IN ANTI-AMERICAN 
SENTIMENT AND POSSIBLE ANTI-AMERICAN ATTACKS ON AMEMBASSY AND 
AMCONSUL ISTANBUL INSTALLATIONS, REQUEST THE ABOVE CCTV SYSTEMS 
BE FORWARDED TO POSTS ON A PRIORITY BASIS. 
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